

BATHROOM SINK

Required Physical Capabilities;

Wheelchair mobility to locate alongside sink.  Reach
across basin to grasp faucet lever and exert pressure up or
down to control water flow.

Rationale:

Standard  sink  and plumbing hardware  fit  the  space  and
the  budget.     Single-lever  control  on  faucet was  more  appro-
priate  than  traditional   fixtures.

Analysis:

Handy access to water in bathroom (adjacent to bedroom)
is convenient for Personal Service and Staff Attendants as
well as residents.  Some residents have more trouble using
the short faucet lever than the longer lever in the kitchen.
Sink depth does not permit filling the deep aluminum glasses
some residents are able to manipulate.

Recommendations:

- Select faucets with longer lever arms.

- A deeper sink may allow some residents to handle
water without the assistance of others.

Approximate
bathroom sink
height - 31 3/4"
width -  35 1/2"
depth -  22"

- 46 -angements   to  relocate
